Date: Wed, 3 Feb 93 04:30:20 PST 

From: Info-Hams Mailing List and Newsgroup <info-hams@ucsd.edu> 
Errors-To: Info-Hams-Errors@UCSD.Edu 

Reply-To: Info-Hams@UCSD.Edu 

Precedence: Bulk 

Subject: Info-Hams Digest V93 #160 

To: Info-Hams 


Info-Hams Digest Wed, 3 Feb 93 Volume 93 : Issue 160 


Today's Topics: 
Ham Radio Causes Cancer! 


Send Replies or notes for publication to: <Info-Hams@UCSD.Edu> 
Send subscription requests to: <Info-Hams-REQUEST@UCSD.Edu> 
Problems you can't solve otherwise to brian@ucsd.edu. 


Archives of past issues of the Info-Hams Digest are available 
(by FTP only) from UCSD.Edu in directory "mailarchives/info-hams". 


We trust that readers are intelligent enough to realize that all text 
herein consists of personal comments and does not represent the official 
policies or positions of any party. Your mileage may vary. So there. 


Date: Tue, 2 Feb 1993 19:47:20 GMT 

From: mvb.saic.com!unogate!news.service.uci.edu!usc.edu!howland.reston.ans.net! 
spool.mu.edu!sdd.hp.com!hpscit.sc.hp.com!hplextra!hpl-opus!hpnmdla! 
alanb@network.UCSD.EDU 

Subject: Ham Radio Causes Cancer! 

To: info-hams@ucsd.edu 


In rec.radio.amateur.misc, chuck@eng.umd.edu (Chuck Harris - WA3UQV) writes: 


>In article <1993Jan28.235637.1@ttd.teradyne.com> rice@ttd.teradyne.com writes: 
>> 
>>Wonder what the field is under an Electric Blanket ? 


>Near nil, because the heating "coils" are just a long piece of coax with 
>a resistive center conductor, and a short between the center conductor and 
>the shield at one end. 


It depends. The blankets for sale nowdays use special low-emission wire 
to reduce the field strength. However older models (like the kind I have) 
use a grid of conventional wires. Since the user's body is right next 

to the wires, the field level is pretty high. 


AL N1AL 
"Using the electric blanket every night and not worrying about it." 


End of Info-Hams Digest V93 #160 
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